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L. E. Hicklin 


103 Noble Building, Edmonton 
P. D. Larbalestier 


Box 2009, Camrose 

Field Supervisor - A. R. Gossel 
Field Technician - W. J. Zajac 
Devon 


Field Supervisor - V. Jones 


Field Technician - D. L. Skappak 


Box 390, Drayton Valley 


Field Engineer - D. A. Nikiforuk 
Senior Field Technician - A. M. Casey 


Box 70, Redwater 
Field Engineer ~- H. R. Keushnig 
Senior Field Technician = R. A. Knopp 


Box 909, 622 15 Street South West 
Field Supervisor - R. J. Switzer 
Field Technician - A. Sayers 


Box 546, 3325 Gaetz Avenue 
Field Enginess - C. C. Fortems 
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289-1839 
243-3555 


277-9352 


249-4185 


439-0906 
489-5656 


672-2953 
672-2086 
672-4776 


447-3782 
447-3403 
455-1137 


(Edmonton ) 


447-3809 


542-3182 
542-3675 
542-3071 
542-3097 


735-3517 
735-3605 
735-3645 


526-2948 
527-4855 
527-4849 


346-3679 9 
346-5 


Senior Field Technician - D. K. Macke berg Res. Pes 3aessest 
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